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In response to your request, we wish to advise you that we can supply two (2) 
each Semi-Automatic Data Monitoring System including the necessary spare parts 
to maintain the equipment for a period of one year for a total estimated cost 
of $67,898.86. This system will be built in accordance with the engineering 
specifications attached herewith. 
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VAn Buren 6-6300 
T. W. X. CG 244 


Chicago 4, WL. 


September 12, 1961 


Delivery can be accomplished within 90 days after receipt of award. 


Very truly yours, 


HALLICRAFTERS CO. 


at (ed. Va eee 


Stanley E. }Rendell 
Executive Vice President 
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